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COMPANY "M," 57TH INFANTRY, PHILIPPINE SCOUTS, UNITED STATES ARMY
Winner, Machine Gun Trophy, 1924, 1925, 1926, 1927, 1928, 1929, 1930, 1932, 1933. First place, Howard Clark Trophy Test,
Philippine Division, 1932; high score, Philippine Division, 1935, average, 337.2.